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SUBJECT: INSTALLATION OF COUNTER-TERRORISM EQUIPMENT - 
NICOSIA 

REF: ATHENS 6122 

ATHENS FOR TSO, FRANKFURT FOR RTC, NICOSIA FOR RSO 

1. SY/FO CURRENTLY HAS ON ORDER FIVE AAI T-GUARD 
SYSTEMS. DELIVERY IS EXPECTED IN APPROXIMATELY FOUR TO 
SIX WEEKS. ONE SYSTEM COULD BE MADE AVAILABLE FOR NICOSIA. 

2. SYSTEM CONSISTS OF FIVE GAS DISPENSING CANISTERS 
TRIGGERED BY SWITCH ON CONTROL UNIT. ALL FIVE DISPENSERS 
ARE TRIGGERED SIMULTANEOUSLY. 

3. SEABEE GANNON ADVISES THAT NO INSTRUCTION MANUALS ARE 
AVAILABLE TO FORWARD TO ATHENS AT THIS TIME. SALES 
BROCHURE ON THIS SYSTEM FORWARDED TO ATHENS THIS DATE. IF 
THIS INFORMATION INSUFFICIENT, SUGGEST YOU BORROW MANUAL 
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4. THIS SYSTEM IS A NEW PRODUCT FROM AAI CORPORATION. 

FIELD EXPERIENCE TO DATE IS VERY LIMITED. FURTHER, 

ACCESSORIES SUCH AS EXTERIOR AND SURFACE MOUNTED DISPENSER 
HOUSINGS ARE NOT AVAILABLE AT THIS TIME. SY WORKING WITH 
AAI TO DEVELOP WALL MOUNTED DISPENSER WITH GIMBLE 
MOUNTING SO THAT DISPENSER CAN BE AIMED. 

5. FOR PRESENT, SUGGEST YOU CONSIDER THAT ONLY FEASIBLE 
INSULATION IS TYPE INSTALLED IN INSTANBUL. AS SOON AS 
ADDITIONAL ACCESSORIES ARE DEVELOPED, SY/T WILL ADVISE. 
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